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Message Text 


PASS TO OED/MEPD, OIM. AND SIPS 

E.O. 11652: N/A 
TAGS: BEXP, BENC, VE 

SUB J : PROJECT OPPORTUNITY: ELECTRICAL EQUIPMENT 

REF: A. CARACAS 836, B. CARACAS 838, C. 76 CARACAS 12698 

1 . PROJECT NAME: COMPANIA ANONIMA DE ADMINISTRACION Y FOMENTO 
ELECTRICO'S (CADAFE) URBANTE-CAPARO HYDROELECTRIC PROJECT BID NUMBER 
78-DUC-002. 


2. BRIEF DESCRIPTION: SUPPLY, ERECTION SUPERVISION, AND TESTING 
OF FOLLOWING EQUIPMENT TO BE INSTALLED AT SAN AGATON POWERHOUSE: 

A. 14.4 KV INSULATED PHASE BAR SYSTEM (SISTEMA DE BARRAS DE FASE 
AISLADA) WITH CUT OUTS AND CARRYING A NOMINAL CURRENT 8,000 
AMPERES FOR THE CONNECTION OF THE GENERATOR TO THE PRINCIPAL TRANS- 
FORMERS AND OF 1,200 AMPERES FOR THE CONNECTION WITH AUXILIARY 
SERVICES. 


B. 14,400-120 VOLT TRANSFORMERS AND 15 KV LIGHTENING PROTECTION 
EQUIPMENT WITH THE CUBICLES THAT CONTAIN THEM. 

C. GROUND CONNECTION EQUIPMENT FOR 13.8KV GENERATORS WITH DISTRI- 
BUTION TRANSFORMERS. 
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D. AUXILIARY SERVICE OPERATING PANEL CONSISTING OF TWO TRIPHASIC 
TRANSFORMERS (DRY TYPE) 13.800-480 VOLTS, 1,000 KVA, 60 HERTZ AND 
480- VOLT MIN ABLE (EXTRIABLE) SWITCHES. 

E. 480- VOLT DISTRIBUTION PANELS, TRIPHASIC, THREE- WIRE, COMPOSED 

OF AIR SWITCHES OF THE MOLDER BOXTYPE (INTERRUPTORES CON AIRE, DEL 
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TIPO CAJA MOLDEADA). 

F. CONTROL, INSTRUMENTATION, ALARM, MEASURING, AND REGISTERING 
EQUIPMENT AND PROTECTION RELAYS WITH DUPLEX PANELS. 

G. A/C AND D/C DISTRIBUTION PANEL. 

H. COMPLETE 125-VOLT C.C. BATTERY SYSTEM TO INCLUDE ACCESSORIES, 
FRAMES, AND BATTERY CHARGERS. 

I. INVERTER. 

J. 480-34, 500- VOLT, TRIPHASIC, 60 HERTZ, 500 AND 100 KVA DISTRI- 
BUTION TRANSFORMERS. 

3. EXECUTING AGENCY/PROJECT MANAGER: 

INGENIERO HERNAN BOULTON 

DIRECTOR OF THE URIBANTE-CAPARO PROJECT 
CADAFE 

APART ADO DEL ESTE 61179 
CARACAS, VENEZUELA 

4. STATUS OF PROJECT/ANTICIPATED BID DATES: 

CONDITIONS 

A. NATIONAL COMPANIES THAT WISH TO PARTICIPATE IN THIS BID MAY ASSO- 
CIATE THEMSELVES WITH OTHER NATIONAL COMPANIES OR WITH FOREIGN 
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COMPANIES. 

B. FOREIGN COMPANIES ARE OBLIGATED TO ASSOCIATE THEMSELVES WITH 
NATIONAL COMPANIES IN ORDER TO PREQUALIFY FOR THIS PROJECT. 

C. NATIONAL PARTICIPATION WILL WEIGH HEAVILY IN THE DETERMINATION OF 
THE WINNER OF THIS PROJECT. 

FIRMS WISHING TO PREQUALIFY FOR THIS PROJECT MUST PRESENT THE 
FOLLOWING DOCUMENTS, ORIGINAL AND TWO COPIES, IN THE SPANISH LAN- 
GUAGE, IN THE SALA DE USOS MULTIPLES, EDIFICIO CENTRO ELECTRICO 
NACIONAL; EL MARQUES; CARACAS AT 1500 HOURS 29 MARCH 1978: 

A. LETTER EXPERESSING INTEREST OF FIRM IN PARTICIPATING IN THIS 
PROJECT. 

B. DOCUMENTS OF CONSTITUTION OF THE FIRM OR OF THE CONSORTIUM. 

C. ARTICLES OF INCORPORATION AND STATUTES OF THE FIRM(S). 

D. DOCUMENT WITH ESTABLISHES THE PERCENTAGE OF PARTICIPATION OF EACH 
OF THE FIRMS ASSOCIATED FOR THE SUPPLY OF THE ABOVE MENTIONED EQUIP. 
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E. EVIDENCE OF THE FIRM'S LISTING IN CADAFE’S REGISTER OF FIRMS 
ISSUED BY THE OFFICE OF BIDS AND CONTRACTS(FOR NATIONAL COMPANIES 
ONLY). 

F. PUBLIC DECLARATION OF THE PERSON OR PERSONS AUTHORIZED TO SIGN 
FOR THE FIRM AND TO OBLIGATE IT. 

G. DOCUMENTS WHICH SHOW THAT THE INTERESTED FIRM HAS EXECUTED 
SATISFACTORILY SIMILAR WORKS ON SIMILAR SCALE. THE INFORMATION 
SHOULD INCLUDE THE COST AND SIZE OF THE PROJECT, THE ROLE ASSUMED 
BY THE FIRM, AND WHATEVER OTHER INFORMATION THE FIRM THINKS MAY BE 
OF INTEREST. THIS INFO IS TO BE INCLUDED IN THE FORMS OF THE 
DIRECTOR OF THE URIBANTE-CAPARO PROJECT. 
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H. DOCUMENTS ABOUT THE ORGANIZATION OF THE FIRM(S) INDICATING PRO- 
FESSIONAL AND TECHNICAL PERSONNEL. 

I. COPY OF THE FIRM S LATEST BALANCE SHEET AND PROFIT AND LOSS 
STATEMENT IN CONFORMANCE WITH THE INSTRUCTIONS CONTAINED IN 
CADAFE'S REGISTRY OF FIRMS. 

J. INFORMATION ABOU THE ESTIMATED TIME NECESSARY TO MANUFACTURE 
THE ABOVE MENTIONED EQUIPMENT. 

K. ANY OTHER INFORMATION THAT THE FIRM CONSIDERS TO BE OF 
INTEREST. 

NOTE: FOREIGN FIRMS MUST HAVE THE DOCUMENTS REQUESTED IN ITEMS 
C,F, AND I LEGALIZED BY THE CORRESPONDING VENEZUELAN CONSULATE IN 
THE COUNTRY OF ORIGIN. 

5. ESTIMATED PROJECT COST: N/A. 

6. COMPETITIVE FACTORS: N/A. 
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